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PART M - SECTION 4 


विधिक निकायों द्वारा जारी की गई शिविष अधिसूचनाएं जिसमें अधिसूचनाएं, आदेश, विज्ञापन मोर राधमाएं सम्मिलित हैं 
Miscellaneous Notifications including Notifications, Orders, Advertisements and Notices 

issued by Statutory Bodies 


THE INSTITUTE OF CHARTERED ACCOUNTANTS 

In the súil Kugulations :- - 
OF INDIA 
New Delhi-1, the 5th February 1968 

1. For the existing clause (i) of sub -regulation ( 1 ) 

of Regulation 113 , substitute the following : 
No. 5 -CA ( 1 ) / 48 /67 -68 . — With reference to this Insti 
tuto s Notification No. 4 -CA ( 1 ) / 11/ 67-68 , dated 11th 

" ( i) A Regional Council shall at its meeting held , 
July , 1967, it is hereby notificd in pursuance of Regula 

as far as may be , in the later half of the month 
tion 18 of the Chartered Accountants Regulations , 1964 , 

of September every year , elect out of its mcm 
that in exercisc of the powers conferred by Regulation 

be a Chairman , a Vice - Chairman , a Secretary 
17 of the said Regulations, the Council of the Instituto 

and & Treasurer thereof." 
of Chartered Accountants of India has restored to the 
Register of Members, with effcct from the 30th January , II . For the existing sub -regulation (5 ) of regulation 
1968, the name of Shri K , Narasimhan , A . C . A . 21. B . 113. substitute the following : 
Venkatarathnam Nagar , Latice Bridge Road , Adyar , 
Madras- 20 (Membership No. 8619 ) . 

" ( 5 ) The said office bearers shall hold office unti 

the meeting of the Regional Council contem 
C BALAKRISHNAN , Secretur . 

plated in sub -clause ( 1 ) ( i) of regulation 113 

supra has bcen held in the next year. 
- - - - - -- 

Provided that if for any reason , the Regional 
1 14 11u - 1 , the 15th Pohonami 1968 

Council is unable to nieet as above , the office 
( Chartered Accountants) 

hearers shall continuc in office for the purpose 

of holding a meeting and electing the new 
No . 1 .CA (17) / 67. - In exercise of the powers con 

office-bearers." 
ferred by sub -section ( 1 ) of Section 30 of the Chartered 
Accountants Act, 1949 (XXXVIII of 1949 ) , the Council 

III Add the following proviso to sub -regulation ( 1 ) 
of the Institute of Chartered Accountants of India has 

of Regulation 124 , viz . 
made the following amendments to the Chartered 
Accountants Regulations, 1964 , the same having been 

" Provided that if , for any reason , the annual general 
previously published and approved by the Central Gov. meeting does not take place within the date specified 
ernment as required under sub -section ( 3 ) of the said bove , President may appoint such other date for the 
Section , 

mecting as he may decm fit " . 
( 89 ) 
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effect from the dates mentioned against their names , the 
names of the following gentlemen : 


No. 1 .CA (20 ) / 68. The following draft of an amend . 
ment to the Chartered Accountants Regulations, 1964, 
which it is proposed to make in exercise of the powers 
conferred by sub -sections ( 1 ) and ( 3 ) of Section 30 of 
the Chartered Accountants Act, 1949 (Act XXXVIII of 
1949 ) , is published for information of all persons likely 
to be affected thereby and notice is hereby given that 
the draft will be taken up for consideration on or after 
15 the April 1968. 


S . No Menibership 

No . 


Name and Address 


Date of 
Restoration 


6889 


6619 


Shri Yesh Paul Babber , A . C . A , 6 - 2 - 1968 
P . O . Box 1338 , NAKURU . 
(Kenay ) 
Shri Pungen Pulikode Jacob , 5 -2 -1968 
A . C . A , New India Fisheries 
Ltd ., Karuvclipadi, COCHIN -5 . 
Shri Dhirendra Chandra 8 - 2 - 1968 
Mukherjee , A . C . A ., Branch 
Accountant, India Oxygen 
Ltd ., Mona Road , P . O . Burma 
Mince, JAMSHEDPUR - 7. 


3. 


Any objection or suggestion which may be received 
from any person with respect to the said draft before the 
date specified will be considered by the Council of the 
Institute of Chartered Accountants of India , New Delhi. 


5813 


In the said Regulations, insert the following new re 
gulation after Regulation 12 : 
“ 12A , Time lintit on entertaining complaint or 

information . 


V . B . HARIBHAKTI 

President 


Save in cases of misconduct involving moral 
turpitude or in cases instituted by the Central 
Government, where the Council is satisfied 
that there would be difficulty in securing pro 
per evidence of the alleged misconduct, or that 
the member against whom the complaint has 
been filed would find it difficult to lead evidence 
to defend himself on account of the time- lag, 
or that changes have taken place rendering the 
inquiry procedurally inconvenient or difficult , 
the Council may refuse to ontertain complaints 
or information in respect of misconduct made 
more than 10 years after the same was alleged 
to have been committed ." 


EMPLOYEES STATE INSURANCE CORPORATION 

New Delhi, the 30th January 1968 
No , 12 - ( 1 ) / 23/ 66 -Med , II. - In pursuance of the reso . 
lution passed by the Employees State Insurance Corpora 
tion at its meeting held on 25th April 1951, conferring 
upon me the powers of the Corporation under Regulation 
105 of the E . S .I. Corporation (General) , Regulation , 
1950, I hereby authorise the following Medical Officers 
to function as medical authorities with effect from 15th 
February , 1968 with their respective jurisdiction as 
shown below against them for the purpose of medical 
examination of the insured persons and grant of further 
certificates to them when the correctness of the origina ) 
certificates is in doubt, 
Name and Designation of the Officer 
empowered as Medical Authority . 

Area 
1 . Dr. P . A . Sathyanarayana Rao , 

Medical Officer , Chigateri Hospital, 
Devengere . 

Davangere 
2 . Dr. B . Kantharaju , 

Mysore 
Surgeon , K , R . Hospital, 

T , Narasipur 
Mysore. 

Kollcgal 
3. Dr. V . K . Kotalgi, 
Surgeon , K . M . C . Hospital, 

Hubli 
Hubli. 


No . 3 -CA ( 1 ) / 49 /67-68. — With reference to this 
Institute s Notification No. 4 -CA ( 1 ) / 14 / 66 -67 No . 4 . 
CA ( 1 ) / 15 /67-68 and No . 4 -CA ( 1 ) / 21/ 67-68 , dated 
7th February , 1967, 22nd August , 1967 and 20th 
September, 1967 respectively , it is hereby notified in 
pursuance of Regulation 18 of the Chartered Accountants 
Regulations, 1964 , that in exercise of the powers con 
ferred by Regulation 17 of the said Regulations the 
Council of the Institute of Chartered Accountants of 
India has restored to the Register of Members , with 


T . C , PURI, Director General 
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